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9109160120 Informs of 911016 emergency response data sys meeting to discuss new
rule published in 10CFR50 re data transmittal. Daily agenda encl.
KNAPP.M.R. Region 1 (Post 820201). 91/08/29. RUSSELLJ.E. Power Authority of
the State of New York (New York Power Authority). 5pp. 59097:245-59097:249.

9109160201 Withdraws request for review of draft NUREG/CR-5754, "BWR Internals
Aging Degradation Study - Phase I Rept." Internal NRC review identified areas in rept
that need to be revised.

FARMER.W.S. Electrical & Mechanical Engineering Branch (Post 880717). 91/08/21.
CAREYJ. Electric Power Research Institute. 2pp. 59118:078-59118:079.

9109160315 Resolves apparent discrepancies between description of mods pertaining
to NUREG-0737,item II.E.4.2.7 & actual installed configuration.
FLOYD.S.D. Carolina Power & Light Co. NLS-91-002. 91/09/09. Document Control
Branch (Document Control Desk). 2pp. 59115:355-59115:356.

9109170120 Forwards BWR Owners Group comments on bases for Section 3.3, "Instru-
mentation" of draft NUREG-1433 & NUREG-1434.

BINZ.R.D. BWR Owners Group. BWROG-91123. 91/08/29. MEYER.D.L. Regulatory
Publications Branch. 750pp. 59122:001-59124:331.

9109170179 Forwards nonproprietary WCAP-13049-A & proprietary WCAP-12330-A,
"Improved THINC-IV Modeling for PWR Core Design," per NUREG-0390.Proprietary
WCAP-12330-A withheld (ref 10CFR9.5(4)).Repts copyrighted.
TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3617. 91/08/14. JONES.R.C.
Reactor Systems Branch. 2pp. 59127:145-59127:251.

9109170218 Forwards requalification exam rept 50-286/91-16OL administered during
wk of 910729.Program assigned overall rating of satisfactory.per NUREG-1021.
BETTENHAUSEN.L. Region 1 (Post 820201). 91/08/30. RUSSELLJ.E. Power Author-
ity of the State of New York (New York Power Authority). 3pp. 59110:065-59110:078.

9109170245 Monthly operating repts for Aug 1991 for Turkey Point Units 3 & 4.W/
910911 Itr.

TIERNEY.RA, PLUNKETT.T.F. Florida Power & Light Co. L-91-245. 91/08/31. 9pp.
59121:084-59121:092.

9109180059 Rev 0 to rev & approval summary to App I, "NUREG-0654 Crossconfer-
ence."
DAWSON.M. Consumers Power Co. 91/09/06. 3pp. 59136:298-59136:300.

9109180162 Forwards safety evaluation supporting facility microbiologically induced cor-
rosion special program.

TAM.P.S. Project Directorate IV-2. TAC 63650. 91/09/13. NAUMAN.D.A. Tennessee
Valley Authority. 3pp. 59133:343-59133:350.

9109200140 Advises that util 910820 submittal re licensee interpretation of reporting re-
quirements for thermal hydraulic stability acceptable.per Bulletin 88-07.
DEMBEK.S.   Assistant   Director   for   Region   I   Reactors.   IEB-88-007.   91/09/16.
MILTENBERGER.S.   Public  Service   Electric  &  Gas  Co.  of  New  Jersey.  3pp.
59156:266-59156:268.

9109200174 Forwards appendix B to NUREG/CR-5580 re draft INEL evaluation of facili-
ty for Generic Issue 57, "Effects of Fire Protection Sys Actuation on Safety-Related
Equipment," to be forwarded to licensee for review & comments.
BASDEKAS.D.L  Division  of Safety  Issue   Resolution  (Post 880717).  91/08/30.
WILLIAMS.F. Project Directorate 1-1. 1p. 59158:287-59159:035.

-9109200287 Forwards draft app B to NUREG/CR-5580 for transmittal to licensee for
review & comments.

MACDONALD.P.E. Idaho National Engineering Laboratory. FIN L-1220. 91/08/30.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 105pp. 59158:289-
59159:035.

9109200285 Forwards "Supplemental Calculations for GI-130 Multi-Unit ESW Sys," Itr
rept for Jut 1991.

PRATT,W.T. Brookhaven National Laboratory. FIN A-3971. 91/07/29. KNIEL.K. Reac-
tor & Plant Safety Issues Branch. 1p. 59171:239-59172:057.

-9109200291 "Supplemental Calculations for GI-130 Multi-Unit ESW Sys," Itr rept for
Jul 1991.

*  Brookhaven National Laboratory. 91/07/31. 100pp. 59171:241-59172:057.

9109230008 Forwards safety evaluation accepting util 910119 submittal of status of
three previously-identified open items on ICCI sys.including emergency procedures &
operator training.lCCI sys in compliance w/ltem II.F.2 of NUREG-0737 & acceptable.
TROTTIER.E.H. Project Directorate I-3. TAC 74131. 91/09/11. FRIZZLE.C.D. Maine
Yankee Atomic Power Co. 2pp. 59191:238-59191:242.

-9109230011 Safety evaluation re ICCI sys.Subj sys acceptable for
implementation.since util ICCI sys in compliance w/ NUREG-0737,ltem II.F.2 & gener-
ic Itr 83-37 requirements.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-37. 91/09/11.
3pp. 59191:240-59191:242.

9109230193 Requests that util clearly & specifically address compliance w/requirements
of 10CFR50.44 in individual plant exam submittal.

LONG.W.O. Project Directorate 111-1. TAC 49520. 91/09/11. FITZPATRICK.G. Indiana
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 59191:156-
59191:158.

9109240031 Forwards ref matl requirements in preparation for requalification program
evaluation visit scheduled for wks of 920120 & 0210.

CONTE.RJ. Region 1 (Post 820201). 91/09/10. SMITH.D.M. Philadelphia Electric Co.
10pp. 59182:177-59182:186.

9109250006 Partial response to FOIA request for records.App B & C records available

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147.

-9109250168 Forwards NUREG CR-5602, "Pressure-Dependent Fragilities for Piping
Components - Pilot Study on Davis-Besse Nuclear Power Station." W/o encl.
CLAFLIN.DJ. EG&G Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.DJ. Idaho National
Engineering Laboratory. DJC-163-90. 90/10/01. RESNERJ.A. Division of Freedom of
Information & Publications Services (Post 890205). 5pp. 59238:288-59238:292.

-9109250153 Forwards NRC Form 426A for NUREG CR-5603, "Pressure- Dependent
Fragilities for Piping Components - Pilot Study on Davis-Besse Nuclear Power Sta-
tion." W/o encl.

CLAFLIN.DJ. EGAG Idaho, Inc. (subs, of EG&G, Inc.). CLAFLIN.DJ. Idaho National
Engineering Laboratory. DJC-162-90. 90/10/01. BURDICK.G.R. Office of Nuclear
Regulatory Research (Post 860720). 1p. 59238:287-59238:287.

-9011080004 Submits comments on draft NUREG/CR-5604, "Assessment of ISLOCA
Risks - Methodology & Application:Davis Besse."

WERMIELJ.S. Human Factors Assessment Branch. 90/10/31. BECKNER.W.D. Risk
Application Branch. 5pp. 59241:086-59241:090.

-9109250184 Comments on draft NUREG CR-5604, "Assessment of ISLOCA Risks -
Methodology & Application:Davis-Besse Nuclear Station."

LOIS.E. NRC - No Detailed Affiliation Given. 90/10/22. BURDICK,G. NRC - No De-
tailed Affiliation Given. 8pp. 59238:295-59238:302.

-9109250194 Comments on NUREG CR-5604 re ISLOCA.Concludes that in order to
multiply probabilities given in branches of event tree all values used need to be mean
values.

HANAN.N.A. Affiliation Not Assigned. 90/11/07. DIAB.S.S. Risk Application Branch.
5pp. 59239:051-59239:055.

9109260104 Provides response to 910910 request for add! info re review of SAR update
requestResult compared w/data from NUREG-0851 for Ar-41 total body dose.
SMITH.D.B. Interior, Dept of. Geological Survey. 91/09/19. Document Control Branch
(Document Control Desk). 11pp. 59217:228-59217:238.

9109260141 Forwards safety evaluation accepting licensee revised control room habit-
ability assessments of 1987,per NUREG-0737,ltem III.D.3.4.

CUNNINGHAM.LJ. Division of Radiation Protection & Emergency Preparedness (Post
870411). TAC 69847. 91/06/13. BARRETT.RJ. Project Directorate HI-2. 3pp.
59209:231-59209:258.

9109300062 NUREG/CR-4674 V13 PRECURSORS TO POTENTIAL SEVERE CORE
DAMAGE ACCIDENTS:1990 A STATUS REPORT.Main Report And Appendix A.
MINARICK.J.W. Science Applications International Corp. (formerly Science Applica-
tions, Inc.). CLETCHERJ.W. Professional Analysis, Inc. COPINGER.D.A. Oak Ridge
National Laboratory. FIN B-0435. ORNL/NOAC-232. 91/08/31. Division of Safety Pro-
grams (Post 870413). 200pp. 59227:001-59227:180.

9109300064 NUREG-1440 DRFT FC REGULATORY ANALYSIS OF PROPOSED
AMENDMENTS TO REGULATIONS CONCERNING THE ENVIRONMENTAL REVIEW
FOR RENEWAL OF NUCLEAR POWER PLANT OPERATING LICENSES.Draft Report
For Comment

*   Division of Safety Issue Resolution (Post 880717). 91/08/31. 33pp. 59256:188-
59256:222.

9109300073 NUREG-1429 DRFT FC ENVIRONMENTAL STANDARD REVIEW PLAN
FOR THE REVIEW OF LICENSE RENEWAL APPLICATIONS FOR NUCLEAR
POWER PLANTS.Draft Report For Comment.

*  Division of Advanced Reactors & Special Projects (Post 901216). 91/08/31.100pp.
59227:215-59227:311.

9109300085 NUREG/CR-4674 V14 PRECURSORS TO POTENTIAL SEVERE CORE
DAMAGE ACCIDENTS: 1990 A STATUS REPORT.Appendixes B And C.
MINARICK.J.W. Science Applications International Corp. (formerly Science Applica-
tions, Inc.). CLETCHER.J.W. Professional Analysis, Inc. COPINGER.D.A. Oak Ridge
National Laboratory. FIN B-0435. ORNL/NOAC-232. 91/08/31. Division of Safety Pro-
grams (Post 870413). 500pp. 59227:312-59229:084.

9109300088 NUREG-1437 V1 DRF FC GENERIC ENVIRONMENTAL IMPACT STATE-
MENT FOR LICENSE RENEWAL OF NUCLEAR PLANTS.Main Report.Draft Report
For Comment

*  Division of Safety Issue Resolution (Post 880717). 91/08/31. 550pp. 59229:085-
59230:283.

9109300090 NUREG-1437 V2 DRF FC GENERIC ENVIRONMENTAL IMPACT STATE-
MENT FOR LICENSE RENEWAL OF NUCLEAR PLANTS.Appendices.Draft Report
For Comment

*  Division of Safety Issue Resolution (Post 880717). 91/08/31. 550pp. 59230:284-
59232:206.

ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS

9005150319 Discusses applicability of 10CFR20.203(c) for licensees w/ high radiation
area access Tech Specs.STS does not supersede provisions in 10CFR20.203(c).
CUNNINGHAM.LJ. Radiation Protection Branch. 90/05/09. BELLAMY.R.R. Region 1
(Post 820201). COLLINS.D.M. Region 2 (Post 820201). GREGER.LR. Region 3 (Post
820201). 1p. 59215:289-59215:289.

9102080055 Discusses clarification of Generic Ltr 81-38, "...Low Level Radwastes at
Power Reactor Sites" concerning nuclear power reactor licensees required to limit
storage time for radioactive waste to five yrs or less.

CUNNINGHAM.LJ. Risk Application Branch. GL-81-38. 91/01/31. KNAPP.M.R.
Region 1 (Post 820201). 2pp. 59199:119-59199:124.

-9102080312 Forwards Itr to C Monaco reflecting Commission position on long-term
onsite storage of low-level radwaste.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/07/23. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 59199:121-
59199:124.

9103200215 Responds to questions raised re regulatory position concerning assess-
ment of exposure from licensed matl that appear to have resulted from ingestion
rather than from inhalation.

CUNNINGHAM.LJ. Radiation Protection Branch. 91/01/31. JOYNER.J.H. Region 1
(Post 820201). COLLINS.D.M. Region 2 (Post 820201). GREGER.LR. Region 3 (Post
820201). 4pp. 59199:100-59199:103.

9106070290 Clarifies NRC position on controlling of beam ports.themal columns & flux

traps as high radiation areas.
CUNNINGHAM.LJ.

Radiation Protection Branch. 91/05/31. JOYNER.J.H. Region 1
(Post 820201). COLLINS,D.M. Region 2 (Post 820201). GREGER.LR. Region 3 (Post
820201). 4pp. 59199:112-59199:115.:194.e requirements will be finalized & possible
